THE MOSQUE OF SULTAN HASSAN,
1350 AJD.

Mosque of Sultan
Hassan which stands immediately below
the citadel was built in 1350 A.D. This
most charming monument of Mamluke
Architecture is universally admired and
constantly frequented by tourists. Its
grandiose proportions, majestic beauty,
the striking fagade that faces Mohammed
Ali's Street, elegant portal, and charming
stalactite-cornices, make this edifice a
thing of great magnanimity and beauty.
The fortress-like appearance of the mosque
is due to its colossal height and the lack
of large windows to break the'monotony of
the great flat wall surfaces which are over
500 feet in length and 113 feet in height.
As compared to the magnificent edifice,
its Turkish dome and the smaller minaret
are not only incongruous but also un-
gainly. It is believed that the original
cupola of the mosque fell in 1659 AJD.
and was rebuilt by one of the Ottoman
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